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Medical Education Department 

TENDER NOTICES 

( 1 ) 

[No. 76/2010] 

No. C1-11690/2010/MCT. 21st December 2010. 

Sealed competitive tenders are invited for the supply of the following items required for the Department of MLT, 
Medical College , Thiruvananthapuram. Tender should be superscribed tender numbers and addressed to the Principal, 
Medical College, Thiruvananthapuam, Pin-695 Oil. Details can be had from this office on working hours till 3.30 p. m. 
Cost of tender form (inclusive of VAT): 

Original — 416 

Duplicate — 208 


Last date 

4-2-2011, 3 p. m. 

and 

time 

of sale 

of 

tender 

form— 

Last date 

5-2-2011, 2.30 p.m. 

and 

time 

of receipt 

of 

tender 

form— 

Date and 

5-2-2011, 3.30 p.m. 

time 

of 

opening 

of 

tender 

form— 


Tender form will be sent through post if required provided due amount with sufficient postage charges 
( 50) is sent by way of Money Order in favour of the Principal, Medical College, Thiruvananthapuram, Kerala State, Pin- 

695 Oil. Money Order should reach this office on or before 25-1-2011. No other forms of remittance will be accepted. 


raflrajojcncKnrLqao 6>fflcu)1c96Ko8 e<ft>OG@sd(Bcr)oscnj6nj(ru)l^| n®o. si. aj<a>jajle£j<06> raraiajaa^fflooQ) ra)06)<p roocffijcm 

croocu(n63T3o3 ailtsxaanoo ©.ajqgjcnxaflm ajtp oj^j ocSfiejocrujo&c/S cMisml.eajonDj. rariS^ejocru mrmeoosjd^sl mlc/aito 

anlcmOTilteojffljcnj fflfflcufltflsxaS G<&>ocgs3) <a)1cajaj(r)(ro)njjfflo-695 on typcm ailejocrocairolraS o^orcol^/lral 

G<96)SnSOT)06m. 

GtiDoorarailsKig cuIgj (soactu gc/36>£j6>s) : 
orooroc®}— 416 


aaalajcfe^oj- 208 








(3<3 ti ejocro Gtinooo aj1ro8<sajar) raraoj croocD railtn) rail oq>jo 
CTV)fflCQ)ajJo—4-2-2011, 3 izisml. 

radS^eioeru Gncooo crujlo&oltaajom csracuoroocn rail®) roil crnjo cromoaxujo— 5-2 
-2011, 2.30 fflSIDl. 

3<3 tl GJ0cro gnoaoo roijo <06>2(m roi “loo; roil oqjjo (ruaooxnjo— 

5-2-2011, 3.30 fflsrnl. 

Gn£)0O6313a3 (D)nJO£il(133 00150301(8 (3TaCQ)0ffi<fl6)J(TD(!J)ICDJ(SO1Sre KOJaft. ( 50) 
ora cjdIcSj ffloooil (3ra<3Q)0£»G<es)6n3(ij)Osm. atf^eioou (Baooororailoog oilei aonoIcnilraS 
ecnolego Qi6rnlecn)0(3aJD(3 rarajocoio (ruila&ffllcOsijarDroiosm. rara&psiroioffljgg n®oio 
raraonjco^cft.gjo (rflfflamltfiojanoraaosrin. OtiOOOGC!jT!j)06)SOijjo mjtanjtroisanGgo fflG g 
6)OT)®neijo oajoocft^efflagjcftiGgo (3raoo)oc»<ss)oci3 rard)Oiaa^6)aj§j6)<6 5 06n3jggOT)jo 
earoSoileioaruo ai^teajiaeioajroiroijfflOQa) fflsm1eoo)o^njDojcft.a3 cnlcacroloOsijarDOTiosrD. 
asrr>lGcr»oc3ajoo2oa>c/8 ois>1 On00063T3a8 raidiOiaa^OnjgjOcaiOsrEjgg cTOGoj<Mi<ft>a3 
gOD OTBiaOlcrolasS 25-1-2011 -OIJ fflJ(l3rJ <fl/l §100)1 ®1 <0616mo. (OTOfflCTOl^lJ 
<fl.1§jono msm(Bcn)0^njDO2cft.a3 ao1(acn)l<flS)jaD(0)osm. 3(8«eio(rd oaoooo 6>6)<a>mo 
ooa8 aioslejororoiroijo 63(81 c0sko 8 raras^j roijce, cmlrol^jcsl^crnroyimei. OTioaordl^jj 
t9>1§jonr) aa ti eiocn)j<s 3 (^ oo>06>roiofflj cSioasmoiaaoeijo (roilc&.ffllcesijanOTiei. 

(to ro8 

oi1oira63i3C^ ra1oim)63i3g1ra8 goo rarajnolcroldsS aolaojo eielasajano 

(010600. 

List of Items 

SI. Name of Equipments with Quantity 

No. Specification required 

1 Centrifuge refrigerator 1 

upto 20°C with inclined head 

REMI model 

2 Centrifuge High Speed 1 

speed 10,000 RPM, rotary head, 

digital speed control, Remi model 

3 Water Bath 4 

with internal size 18x12x12” 

Display mode, thermostatic control 
Temp, range 30°C to 100°C 


( 2 ) 

[No. 83/2010] 

No. Cl-11697/2010/MCT. 21st December 2010. 

Sealed competitive tenders are invited for the supply of the 
following items required for the Department of MLT, Medical College, 
Thiruvananthapuram. Tender should be superscribed tender numbers 
and addressed to the Principal, Medical College, Thiruvananthapuam, 
Pin-695 Oil. Details can be had from this office on working hours till 
3.30 p. m. 

Cost of tender form (inclusive of S.T.): 

Original — 416 

Duplicate — 208 

Last date and time of sale of tender form— 
4-2-2011, 3 p. m. 


( 2 ) 


(3) 


Last date and time of receipt of tender form— 
5-2-2011, 2.30 p.m. 

Date and time of opening of tender form— 
5-2-2011, 3.30 p.m. 

Tender form will be sent through post if required 
provided due amount with sufficient postage charges 
( 50) is sent by way of Money Order in favour of the 

Principal, Medical College, Thiruvananthapuram, Kerala 
State, Pin-695 Oil. Money Order should reach this office 
on or before 25-1-2011. No other forms of remittance will 
be accepted. 

roilojajODarocyjjfflo amaulcSSKoS GAOggsdGmosmjemcrujIij 
a(j)o. ng)(a8. si. aj<6jj(Tjl(Bej<fla raraiaiao^mo® «5)06)<p ajocoijom 
crooujcr>63T3a3 ojlOT>ffl6mo ffliJcgijcmojlch 3(3nejocruj<ajo3 

tflAisml^iiac&oaaiorm. 3(8 n £J0cru;j<a>c/8 otS^eiocro oxniGoosja^sl 
ooloailtco cmlcmraflteejffljmj ip-fla8crdlajoa3, 6>iaabl(e6xi58 CAOGgsj) 
OT)1(ajaj(r)(T3>aJjoo-695 on ryfjcm ailejocroraroilroS rug) rarafl^jl cate ao 
6 n§«j) 06 m. 

odS^eioch) nnoocoroitoag oilei (soa&cro gc/36)£j6>s): 
raracmraa— 416 

Oaolnjcfe^oj— 208 

3(8 tl &J0crd tsanooo oil ro8 <66)300 OTraaicroocn raftotail oqjjo 
cruffl®ajj0-4-2-2011, 3 1216ml. 

3(8«eiooru eaoooo crojlcO)(al<66)jano raraaioroom oti 1 ®ot) 1 ®jo 
m)121®aJJO-5-2-2011, 2.30 (216ml. 

3^ (i ejocro QtiDooo «j)jo<e6)jom roitoOTtojo crtmooiaijo— 
5-2-2011, 3.30 (216ml. 

3(3°mocro canooo anlojaKnaaiojjfflo 6)majDl<e6>ca8 g< 6 >og§s! 
(.njaaorulajoglfflo^ sonnlcrdloS mlcrnjo (.nJoi^ajicril 3loj(n)63Bgl«38 
eieiajaOjjearxoo 3.30 (2i6m1 ai6)0 nje^moem. raiaJO081210^^0 
3(8™ejocrd Cnnooo caiajQjoa^aijggaKS GnO0om)l6Kig ajleie®o 
esoajo 


List of Items 

SI. 

Name of Equipments with 

Quantity 

No. 

Specification 

required 

(1) 

(2) 

(3) 


1 Mini Electrophoresis Unit 1 

Electrophoresis apparatus with buffer 
chamber, safety lid with cables, U V 
transparent tray and one each of 
1.5 mm thick 8x15 well comb casting 
tray 7x7 cm with spare comb set, 
electrode set and sparetray 710 cm with 
gel caster suitable for this apparatus 


( 1 ) 

2 Mini Dual Vertical Electrophoresis Unit 1 

Dual electrophoresis cables, two 
alumina notched plates 2 slab gels 10 
glass plate 10 well 1mm thick comb, for 
spares of 1mm thickness and duel gel 
caster. Spare electrode assembly, 2 
ceramic plates 10 glass plates spscers 
0.75 mm and 1 mm, combs of 0.75 mm 
and silica sealing cord 22000.0 Gel scoop 
acrylic 3 mm UV transparent acrylic 
for transfer of polyacrylamide and 
agarose gels, taperd edge for easy 
lifting of gels size 7.5 x 10 

3 Mini Power Supply Unit 2 

Suitable for mini and mini dual vertical 
electrophoresis emit, suitable to run 

two units at constant voltage or 
constant current with output 300V, 

400mA, 80 Watts with timer. 

4 Haemocytometer 8 

Contain improved neubaur counting 
chamber (bright), RBC and WBC 
pipettescover glass, mouthpiece etc. 

5 Fuch, Srosental counting chamber 2 

Depth 0.2 mm, ruled area 16 mm 2 

6 Staining Box 2 

For staining fixation and handling of 
electrophoresis gels pp/pp material 

with size 12.5 x 2.55 12 numbers with 
amber pp/pp material size 22.5 x 22.5 x 
5.5 5 numbers 

7 Electric heater-Coil type 2000 Watts 4 

8 Induction cooker-electric 1000 Watts 3 

(3) 

[No. 80/2010] 

No. Cl-11694/2010/MCT. 23rd December 2010. 

Sealed competitive tenders are invited for the supply 
of the following items required for the Department of MLT, 
Medical College, Thiruvananthapuram. Tenders should be 
superscribed, tender numbers and addressed to the 
Principal, Medical College, Thiruvananthapuram, 
Pin-695 Oil. Details can be had from this office on working 
hours till 3.30 p.m. 

Cost of tender form (inclusive of S.T.): 

Original — 416 

Duplicate — 208 

Last date and time of sale of tender form— 

4- 2-2011, 3 p. m. 

Last date and time of receipt of tender form— 

5- 2-2011, 2.30 p.m. 

Date and time of opening of tender form— 
5-2-2011, 3.30 p.m. 








Tender form will be sent through post if required 
provided due amount with sufficient postage charges 
( 50) is sent by way of Money Order in favour of 

The Principal, Medical College, Thiruvananthapuram, 
Kerala State, Pin-695 Oil. Money Order should reach this 
office on or before 25-1-2011. No other forms of remittance 
will be accepted. 



List of Items 


SI. 

Name of equipments with 

Quantity 

No. 

specification 

required 

(1) 

(2) 

(3) 

1 

Photo Electric Colouri Meter 

Analog wavelength 400-700 nm 
selected by filters mounted on a 
turnet light sourse Accessories: 
dust cover, 12 cuvette and spare 
bulb 

3 


(1) (2) (3) 


2 Nephelo Meter/Turbidity Meter 1 

Measurement of turbidity levels of 
sulphate, phosphate, chloride etc., 

Range 0-200 and 200-1000 
Accuracy and repeatability 2% full 
scale Readability 0.1 tungesten 
halogen lamp and photodiode 
detector LED readout display 

3 Conductivity Meter 1 

For measurement of conductance 

of aqueous and non aqueous 
solution EC 0 to 200 mS 
TDS 1 ppm to 100 ppm 
Accuracy 1% temp compensation 
0 to 50 Degree C read out LCD 
module 

4 Fluorometer 1 

With power pack light source 
Mercury Lamp range 0-0.2, 220 & 

200 ppm Primary filters 366 nm 
secondary filters cut off at 475 & 

515 nm Photodiode detector 320 V 
power, 50 Hz LED display. 

Readout LED display Accessories 
Primary and secondary filters 
Matched test tube and 10 ppm 
quinine sulphate solution. 

5 Electronic Balance 1 

Range 1 mg to 10 gms pan diameter 
150-160 mm Fluorescent display 
autopower off function 
Sensitivity 0.1 mg. 

6 Electronic Balance 

Range 10 mg to 10 gms pan 
diameter 150-160 mm Fluorescent 
display autopower off function 
Sensitivity 1 mg. 

7 Electronic Balance 3 

Range 100 mg to 100 gms pan 
diameter 150-160 mm Fluorescent 
display autopower off function 
Sensitivity lOOmg. 

8 Automatic Micro Pipettes 4 

10-100 pi range, lpl increment light 
weight with tip ejector. 

(4) 

[No. 82/2010] 

No. C1-11696/2010/MCT. 21st December 2010. 

Sealed competitive tenders are invited for the supply 
of the following items required for the Department of MLT, 
Medical College, Thiruvananthapuram. Tender should be 
superscribed with tender number and addressed to the 









Principal, Medical College, Thiruvananthapuram, 
Pin-695 Oil. Details can be had from this office on 
working hours till 3.30 p. m. 

Cost of tender form (inclusive of VAT) : 

Original— 416. 

Duplicate— 208. 

Last date and time of sale of tender forms— 

4- 2-2011, 3 p. m. 

Last date and time of receipt of tender — 

5- 2-2011, 2.30 p. m. 

Opening date and time of tender—5-2-2011, 3.30 p. m. 
Tender forms will be sent through post if required 
provided due amount with sufficient postage charges 
( 50) is sent by way of Money Order in favour of The 
Principal, Medical College, Thiruvananthapuram, Kerala 
State, Pin-695 OIL Money Order should reach this office 
on or before 25-1-2011. No other forms of remittance will 
he accepted. 


SI. Name of the Equipment Quantity 

No. with Specification required 

1 Refrigerator 4 

285 L Frost free Double door, door 
cooling deodorizer, toughened glass 
shelves, anti-hacterial basket with 
voltage stabilizer 

2 Deep Freezer-70°C 1 

Chamber size 24x24x24” digital 
temperature with stabilizer 

3 Laminar Flow Class I Vertical 1 

3x26” Number of HEPA filters-1, pre 
filters-2 illumination 1x20 W, UV tube at 
work area 30W, suitable for placing gas 
burner, exhaust ductin and virus bum 

out unit 

(5) 

[No. 78/2010] 

No. C1-11692/2010/MCT. 21st December 2010. 

Sealed competitive tenders are invited for the supply 
of the following items required for the Department of 
MLT, Medical College, Thiruvananthapuram. Tender 
should be superscribed with tender number and addressed 
to the Principal, Medical College, Thiruvananthapuram, 
Pin-695 Oil. Details can be had from this office on 
working hours till 3.30 p. m. 

Cost of tender form (inclusive of VAT) : 

Original— 416. 

Duplicate— 208. 

Last date and time of sale of tender forms^* 

4- 2-2011, 3 p.m. 

Last date and time of receipt of tender — 

5- 2-2011, 2.30 p. m. 

Opening date and time of tender—5-2-2011, 3 p. m. 
Tender forms will be sent through post if required 
provided due amount with sufficient postage charges 
( 50) is sent by way of Money Order in favour of the 
Principal, Medical College, Thiruvananthapuram, Kerala 
State, Pin-695 OIL Money Order should reach this office 
on or before 25-1-2011. No other forms of remittance will 
be accepted. 





TENDER NOTICES 


SI. Name of the Equipment Quantity 

No. with specification required 

1 Rotary Microtome 1 

Section thickness setting 1 -60pm 

Section thickness indication by display 
window Coarse advance manually via 
coarse advance wheel specimen orientation 
8° (X,Y,Z). Provision for placing both knife 
and disposable blades. Accessories: 

Microtome knife and disposable blades 

2 Tissue Flotation Bath 1 

Round about 30-35 cms, internal diameter 
20-30 cm. Inside painted black, digital 
display of temperature. Temperature ranges 
from 40-80° C with thermostat control. 

3 Autoclave Vertical 1 

External dimension (WxDxH) 440x550x1050 
mm, chamber dimension (dia x depth) 300x670 
mm Chamber material stainless steel. Power 
supply 220v, power consumption 2 KW, 
sterilization temp 105-121 degree C, timer 
setting 1-180 minutes, Exhaust tank 3 L 
polyethelene tank safety device, pressure 
safety valve anti dry scorch thermometer, 
door switch. 

4 PH Meter 2 

4 digit display for ph & milli volt range 

0-14, 0+-1999MV, accuracy +-0.02, resolution 
0.01 ph/lmv 0.1° C temperature compen¬ 
sation 0° C-100° C (auto/manual) Check 
position, recorder out put, polarization 
current facility 

5 Servo Stabilizer 2 

Automatic over load cut out safe guards 
input 160-260 volts out put 230 volt+-l% 
Capacity 2KV with cut off accessories 
required. 


(Sd.) 

Principal. 


( 1 ) 

[No. 4/2010-11 CNT] 

No. G-2098/2010/CNT. 4th January 2011. 

Sealed tenders are invited for the supply of 
Maternal and Neonatal Birthing Simulator to Govt. Nursing 
College, Thiruvananthpuram. The tender should be 
superscribed “Tender No. 4/2010-11/CNT for the supply of 
Maternal and Neonatal Birthing Simulator” and addressed 
to the Principal, Nursing College, Thiruvananthapuram. 
The last date fixed for the receipt of tender is at 1 p. m. 
on 5-2-2011 and the opening is at 3 p. m. on 5-2-2011. 
Sale of tender will be closed on 4-2-2011 at 3 p.m. The 
cost of tender form is 900 and of duplicate copy is 
450. The tender form is not transferable. Only money 
order will be accepted by post towards the cost of tender 
form till 25-1-2011 at 4 p. m. 50 should be sent 
additionaly if needed by post. Further details can be had 
from the office of the undersigned. Approximate cost is 
3,90,000. EMD 1% of the quoted price. 


( 2 ) 

[No. 6/2010-11 CNT] 

No. G-2857/2010/CNT. 4th January 2011. 

Sealed tenders are invited for the supply of Journals to 
the Library of Govt. Nursing College, Thiruvananthapuram. 
The tender should be superscribed “Tender No. 
6/2010-11/CNT for supply of Journals” and addressed to 
the Principal, Nursing College, Thiruvananthapuram. The 
last date fixed for the receipt of tender is at 1 p. m. on 
7-2-2011 and the opening is at 3 p. m. on 7-2-2011. Sale of 


Medical College, 
Thiruvananthapuram. 





tender will be closed on 5-2-2011 at 3 p.m. The cost 
of tender form is 450 and of duplicate copy is 225. 
The tender form is not transferable. Only money order will 
be accepted by post towards cost of tender form till 
25-1-2011 at 4 p. m. 50 should be sent additionally if 
needed by post. Further details can be had from the 
office of the undersigned. Approximate cost is 77,000. 
EMD 1% of the quoted price. 


Government College of Nursing, (Sd.) 

Thiruvananthapuram. Principal. 


[No. 7/2010-11 CNT] 

No. G-2879/2010/CNT. 7th January 2011. 

Sealed tenders are invited for the supply of Books 
to the Library of Government Nursing College, 
Thiruvananthapuram. The tender should be superscribed 
“Tender No. 7/2010-11/CNT for supply of Books” and 
addressed to the Principal, Nursing College, 
Thiruvananthapuram. The last date fixed for the receipt of 
tender is at 1 p. m. on 8-2-2011 and the opening is 
at 3 p. m. on 8-2-2011. Sale of tender will be closed on 
7-2-2011 at 3 p.m. The cost of tender form is 450 and 
of duplicate copy is 225. The tender form is not 
transferable. Only money order will be accepted by post 
towards cost of tender form till 28-1-2011 at 4 p. m. 

50 should be sent additionally if needed by post. 
Further details can he had from the office of the 
undersigned. Approximate cost is 76,175. EMD 1% of 
the quoted price. 


TENDER NOTICE 

No. C3-26457/2010/MCT. 7th January 2011. 

Sealed competitive tenders are invited for the 
purchase of various Surgical Disposable items for the 
Department of Cardiothoracic Surgery, Medical College, 
Thiruvananthapuram. Tender should be superscribed with 
tender number and addressed to the Principal, Medical 
College, Thiruvananthapuram, Pin-695 Oil. Details can be 
had from this office on working hours till 3.30 p. m. 
Tender No.—96/10 to 101/10. 

Cost of tender form : 

Original— 1,040 for Tender Nos. 96/10, 97/10, 
624 for Tender Nos. 98/10, 99/10, 
728 for Tender Nos. 100/10 and 101/10. 

Duplicate— 520 for Tender Nos. 96/10, 97/10, 
312 for Tender Nos. 98/10, 99/10, 
416 for Tender Nos. 100/10 and 101/10. 

Last date and time of sale of tender— 

10- 2-2011, 3 p. m. 

Last date and time of receipt of tender — 

11- 2-2011, 2.30 p. m. 

Date and time of opening of tender—11-2-2011, 3 p. m. 

Tender forms can he had from the office of the 
Principal, Medical College, Thiruvananthapuram-11 upto 
3 p. m. on working days. Tender forms will be sent 
through post if required, provided due amount with 
sufficient postage charge ( 50) is sent by way of Money 
Order in favour of The Principal, Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 011. 
Money Order should reach this office on or before 
3-2-2011. No other forms of remittance will be accepted. 


should be addressed to Principal, Medical College, 
Kozhikode-673 008. Belated tenders will not be accepted. 
The last date of sale of tenders will be 7-2-2011, 3 p. m. 
Sale of tenders by post will be closed on 1-2-2011 at 
3 p. m. The tenders will be opened at 11.30 a. m. on 
8-2-2011 in the presence of such tenderers or their 
authorized representatives who may be present at the time. 

Intending tenderers can obtain tender forms directly 
or by Registered Post on payment by Money Order from 
the Principal, Medical College, Kozhikode. Tender forms 
are not transferable Cheque, Draft, Postage Stamps etc. 
will not be accepted towards the cost of tender forms. 

Each tenderers should send along with an agreement 
signed and executed in Kerala Government Stamp Paper 
worth 100 and EMD @ 1% of the total cost of the items 
tendered for. Rate should be quoted in Indian Rupees 
only. The tenders without the required earnest money 
deposit and agreement and not satisfying the other tender 
conditions are liable to reject without any notice. 
Duplicate copy of the tender forms can be obtained on 
payment. Samples for the quoted items should be 
submitted on demand. 

Further details can be had from the Office of the 
Principal, Medical College during working hours. 


Medical College, 
Thiruvananthapuram. 


(Sd.) 

Principal. 


TENDER NOTICE 


No. S2-18289/2010/MCC. 


23rd December 2010. 


Sealed competitive tenders in the prescribed form are 
invited from the manufacturers or authorized distributors 
for the supply of Various Medias for the Department of 
Microbiology of Medical College, Kozhikode. 


Cost of tender form : 


Original— 612. 
Duplicate— 306. 


By post— 655. 


Date up to which the rates are to be firm—31-3-2011. 


Address from whom the tender form and to whom 
the tender is to be submitted—Principal, Medical College, 
Kozhikode, Kerala-673 008. 


The envelop containing the tenders should 
superscribed as Tender No. S2-18289/2010/MCC for the 
supply of Various Medias for the Department of 
Microbiology due on 8-2-2011 at 11 a. m. and 


Schedule 


SI. Name of the Item Quantity 

No. with specification required 


1 

Agar powder (Agar-agar) 

500 gm x 30 


— 

2 

Beef extract powder 

500 gm x 10 



3 

Blood agar base No. 2 

500 gm x 30 



4 

Brain Heart Infusion Broth 

500 gm x 20 



5 

Glucose broth 

500 gm x 4 



6 

Hugh Leifsun Glucose media 

500 gmx 1 



7 

Lysine Iron Agar 

500 gmx 1 



8 

Me Conckey.s agar 

500 gm x 30 



9 

Mueller Hinton agar 

500 gm x 30 



10 

Peptone (Qualegens) 

500 gm x 30 

Govt. Dental College, 

(Sd.) 

11 

Triple Sugar Iron media 

500gmx 8 

Kozhikode. 

Principal. 

12 

Wilson & Blair Bismuth Sulphate 





agar 

500gmx 1 



13 

Xylose Lysine Deoxycholate (XLD) 





agar 

500gmx 1 



14 

LJ medium base 

500 x5 



15 

Bact/ALERT FA bottles for Blood 





culture 

240 



16 

Bact/ALERT MP bottles for AFB 





culture 

50 



17 

MB/Bact antibiotic supplement + 





reconstitution fluid 

1 pack 




Office of the Medical College, (Sd.) 

Kozhikode. Principal. 


TENDER NOTICE 

No. S/3652/2010/CC. 29th December 2010. 

Sealed competitive tenders in the prescribed form 
are invited for the supply of Dental X-Ray Machine with 
Intra Oral Digital Radiography System to the Government 
Dental College, Kozhikode. 

Cost of tender form : 

Original— 832. 

Duplicate— 416. 

By Post (M.O.)— 882. 

Closing date and time of sale of tender forms 
(By post)—9-2-2011 at 3 p. m. 

Last date and time of receipt of tender— 
10-2-2011, 4 p. m. 

Date and time of opening of tender—11-2-2011 
at 11 a. m. 





